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Model Information: 
Article Number 

Model Number 

Product Family / Type 
Operating Mode 

Medium 

Vacuum Flow Rate 
Vacuum Continuous 
Max Intermittent Vacuum 
Max Vacuum Restart 
Energy Supply 

Voltage 

Frequency 

Motor Rating 

Current Drawn 

Motor Type 

Motor Protection Class 
Speed 

Weight 

Ambient Temperature, min. 


Ambient Temperature, max. 


Average Noise Level 
Stroke 


THOMAS INDUSTRIES 2107CA20-59 - 1/20hp Air Compressor 
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PARTS LIST - THOMAS INDUSTRIES 2107CA20-59 


Manufacturer/Brand: THOMAS INDUSTRIES. 
Model #: 2107CA20-59 
Description: 1/20hp Air Compressor 


Additional Model Info: 
Number of Parts Listed: 25 


Manufacturers may change products over time. To get the right parts, be sure you have the right model. Match 
the Additional Model Info (above) to your unit's nameplate/label. 


Manufacturer Part # Description Ref. # Notes 
607194 Connecting Rod Assy 1 
607139 Connecting Rod 2 
608405 Diaphragm 3 
625540 Diaphragm Hold-down Screw 4 
654649 Hold Down Plate 5 
614609 Front Cover (guard) 6 
625107 Screw 8 
625114 Screw 9 
625266 Front Cover Screw 10 
625444 Screw, pancombodg. 10-24x5/8i ob 
633544 Fan 12 
633545 Fan 13 
645374 Ecc & Bearing 14 
625244 Screw 15 
660873-504-S Head & Vpl Assy-gray Shale 16 
617045 Valve Keeper Strip urd 
621102 Flapper Valve 18 
625160 Screw, panslotdg. 1/8-28x1/8i Stainless 19 
625606 Screw 20 
633439 Gasket 21 
654129 Valve Plate 22, Contact Us 
660131-504 Head 23 
641034 Filter 24 
660763 Filter Body 25 Contact Us 


660767 Cap, Plug-vented-filter Body 
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